











NARA RG104, Entry 1, Box 126 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
May 27, 1882 
Sir; 
I enclose herewith a letter from the Director of the Mint received this morning. 


You will please have the sorting machine examined and see if it is accurate in its work, as 
this light piece must have passed through it and was of course not in the adjusting room. 


I am very respectfully yours, 
A. Loudon Snowden 
Superintendent 


O.C. Bosbyshell Esq. 
Coiner 


